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Parking Lot Work 


Olde Andover Village’s parking lot 
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At A Crossroads 
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District parking program last Town Meeting. - Cy be Paty 
co i 
NDOVER Jc" es 
VENCKAL, MIC : : 
| Ce . 
WATERTUEN, iS 


Our 101st Year 


The temperature inside the School 
Committee conference room dupli- 
cated the outside heat during the 
two-hour Collaborative School dis- 
cussion at Tuesday night’s meeting. 

As a preface to the discussion, 
School Committee Chairman Donald 
Robb noted the committee’s position 
H on the school. ‘‘We are neither a pro- 
ponent nor an opponent of the school 
as a committee,” he said. 

Robb reviewed committee action 
on the school up to this point. 


‘ The School Committee authorized 


the study of the Collaborative School 
“and approved a working agreement 
between Andover and Lawrence 
with regard to the establishment, op- 
eration and maintenance of a Law- 
rence-Andover collaborative school. 

The school isn’t a School Commit- 
tee issue, Robb said, because they 
didn’t bring it to the Town Meeting 
and they haven’t fully discussed it. 

But, he added, the School Com- 
mittee has a responsibility to ex- 
press an opinion because it’s a 
school-related item. 

The following School Committee 
positions emerged from the dis- 
cussion on the controversial issue. 

eThe School Committee recom- 
mends disapproval of the warrant 
article that will be presented at the 
June 20 Town Meeting. The vote was 
three to one, with committee mem- 
ber Susan Poore abstaining. 


VOTE NO 
SPECIAL TOWN MEETING 


JUNE 20" 


Collaborative School 
See Page 32 
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School Committee Urges 
Voting No At Meeting 


Members Say Not Enough Information Available 
By Julie M. Barry 


eThe committee voted unani- 
mously to request Collaborative 
School Project Director Dennis 
Richards to present a summary at 
the Town Meeting of the work that 
has been done to date and the work 
that remains to be done. 

eThe School Committee will not 
make a presentation at Town Meet- 
ing on the working agreement be- 
tween Andover and Lawrence, 
which they approved at their May 17 
meeting. 

A split vote determined this deci- 
sion. Poore and Robb favored mak- 
ing a presentation while committee 
members Richard Neal and Margo 
Tilghman opposed such a presenta- 
tion. 


(Continued on Page 38) 
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JAMES DIZOGLIO 


RESIDENTIAL HOUSE PAINTING 
HIGH QUALITY WORKMANSHIP 


226 MAIN ST., N. ANDOVER, MA 
685-4422 


FULLY INSURED © FREE ESTIMATES 


63 PARK STREET VILLAGE, ANDOVER 
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Townsman photo by Matthew Sapienza 


Jim Batchelder, a member of the Andover Historical Society, puts an 
identifying balloon on the Phillips gravestone in South Church burying 
ground, a stop along the society’s walking tour of School Street Sunday. The 
society’s tour wound through 300 years of Andover’s history. : 


A Clasty Lette Mesiow ant te A Classy iifte lowe 


S.A.T.  P.S.A.T. 
S.S.A.T. 
MATHEMATICS 


Register Now for our 
Summer Programs 
Brochure Available 

EDUCATIONAL SERVICES 
89 North Main Street 
470-3940 


Proudly Presents 


‘“‘PARIS”’ 
Wed. thru Sat 


19 Essex St., Andover, MA 
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remonies for David Cox were conducted June 12 at South Church included, from left, George 


and Mavis Cox, Eagle Scout Michael Cox and Scoutmaster James Flynn. 


Promoted To Eagle Scout 


Michael Twomey Cox, son of Mr. and 
Mrs. George Cox of 20 Haverhill St., And- 
over, was promoted to the rank of Eagle 
Scout, the highest rank in scouting, at 
South Congregational Church on Sunday, 
June 12. 

Cox graduated from Phillips Academy in 
Andover in 1987 and just finished his fresh- 
man year at Williams College in Williams- 
town. 


Active in scouting since 1980, he was the 
Scout of the Year in 1983 and was elected to 
the Order of the Arrow in 1984. 

For his Eagle Scout project, Cox refur- 
bished and, in some cases, rebuilt 11 
benches in Shawsheen Village at the cor- 
ners of North Main and Haverhill Streets. 
Completed last summer, these benches are 
for the public to sit on while waiting for 
buses. 


Gets Prize 


Belmont Hill School recently held its an- 
nual Prize Day ceremonies to honor those 
students who distinguished themselves 
during the year. Jason M, Tucker, son of 
Mr. and Mrs. Barry Tucker of Andover, 
received a Red and Blue Key Society 
award for performing essential, non-athlet- 
ic services to the athletic program. 


Open Late Thursday and Friday Evenings 
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PLAYS SLX DISCS 


Was $550 
ROYAL SALE PRICE Only >SOQ 0 voy vein 
Royal Jewelers, Plu 


a jewelry store and more 
493 ESSEX ST., DOWNTOWN LAWRENCE 


Your Audio Source Since 


Belmont Hill School is an independent 
day and five-day boarding school for boys 
in grades seven through 12. Small classes, 
a rigorous and traditional academic pro- 
gram, school-wide athletics and other ac- 
tivities provide students with the 
opportunity for personal development and 
strong college preparation. 
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Director 


Eileen Sullivan of Andover has been 
elected to a three-year term on the board of 
directors of Friends of St. John’s Nursing 
Home in Lowell. 


Commercial Residental 
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indoor-outdoor carpets 6 
broadlooms, orientals, braided 
hooked rugs & room’size remnants 


Solarian No Wax Floors 
wall to wall 


tug cleaning & installation service 


Free Estimates No Obligation 


Hours: Mon.-Wed. 9:00-5:30 
Thurs. & Fri. 9:00-9:00, Sat. 9:00-5:00 


ee SHAWSHEEN PLAZA 
Bear ANDOVER 475-2911 
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Town House 
Topics 


Getting Ready For 
The Glorious 
Fourth 


The firework display at And-- 


over’s Fourth of July celebration 
is going to be bigger and better 
than last year, according to Se- 
lectman Gerald Silverman. 

The fireworks will start at 9 
p.m. July 4 at Andover High 
School. 


Musical entertainment will be 
provided at the high school prior 
Mg the display, from 7:30 p.m. to 

9 p.m. 

“We welcome people to picnic 
and for people to come out and 
en gy the program,” Silverman 
said. 


AVIS Commended 
For Good Work 


Despite 90-degree tempera- 
tures Monday, about 20 hikers 
walked the Merrimack River 
Trail through Andover Village 
Improvement Society land. 

Among the hikers were Nat 
Smith, AVIS president; Rep. 
Chester Atkins (D-Mass.) and 
Department of Environmental 
Management Commissioner 
James Gutensohn. 

The intent of the walk was to 
celebrate national American 
Rivers Month and to recognize 
AVIS for the excellent work it 
has done in protecting riverfront 
property on the Merrimack, said 


a DEM spokeswoman. 

The hike also introduced the 
concept of a hiking trail between 
the Lowell and Lawrence Heri- 
tage state parks along the south 
bank of the Merrimack—a pro- 
posal that is the subject of a fea- 
sibility study by the National 
Park Service. 

Smith says the idea is a good 
one. ‘‘I think the more opportuni- 
ties for humans to get out and be 
peaceful and enjoy nature the 
better,’’ he said. ‘‘The water- 
ways ought to be public water- 
ways, and adjoining riverfronts 
should be available to the pub- 
lic.” 


Education 
Association Names 


New Officers 


The Andover Education Asso- 
ciation has named new officers 
for the 1988-‘89 school year. Shei- 
la Echoff is president; Charlotte 


LaPointe is vice president; Lori 
Humlach is secretary, and Mau- 
rice Ferriss is treasurer. 


Surveys Due 


Next Week 


The Andover School Commit- 
tee has sent out surveys to par- 
ents of all children 11-years-old 
and younger to gather opinions 
regarding the proposed Collabo- 
rative School. They have asked 
parents to return the survey by 
June 24. 

Jack Dziadul, head of Citizens 
for Neighborhood Schools, the 
group opposed to the Collabora- 
tive School, expressed concern 
at Tuesday night’s School Com- 
mittee meeting that the surveys 


would not be returned since the 
due date is after the special 
Town Meeting June 20, which 
deals with the proposed school. 

“We don’t agree with the 
draftmanship of the survey but 
we want people to respond to the 
issue,’’ he said. 

Committee member Margo 
Tilghman encouraged parents to 
fill out and return the survey, 
and she said that she had al- 
ready received some responses. 


Teen Center 
Petition 
Circulated 


Residents and students should 
be aware of a petition being cir- 
culated throughout the town by 
adults and students to show sup- 


port for a teen center which will, 
hopefully, be housed at the newly 
renovated old town hall. 
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Lasman Honored 


Erna Lasman of cooperative educa- professional schools 
Smithshire Street, tion. This compre- of business, law and 
Andover, was hon- hensive university health and pro- 
ored by Northeast- is noted for excel- grams in the hu- 
ern University in lence in science and manities and arts. 
recognition of 10 ene CUE) 
years of service at 
the second annual 
President’s Recog- 
nition Dinner April 
30 at Boston’s West- 
in Hotel. 


Lasman is an ac- | ANDOVER MENTAL HEALTH 


quisitions librarian 
at the Burlington ASSOCIATES 


campus. Complete Mental Health Services 

Northeastern Uni- 
versity in Boston is 
the world leader in 


One Elm Square 
Andover, MA 01810 * 470-0520 


ALL MEN'S R Rings 
VY OFF!! 


Paula oT (Don’t Forget Father's Day 
‘ June 19th) 


Zo Za CHARGE IT! 
ao ona W 
ROYAL CHARGE CARD! 


*All othe \ elry store and n 
r men's rings ‘2 off including diamonds! 193 ESSE x ST. DOW Ne TOW N 7 aN RENCE 


Royal Jewelers, Plus 
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Your Jewelry Source Sine 


¢ 1948 


Fur Storage Time 
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276 Essex St., Lawrence Intown 
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POLICE LOG 


Arrests 

Tuesday, June 7 — Robin Torrei, 127 West St., 
Lawrence, state police warrant, 2:30 a.m.; Luis 
Abramson, 23 Berkeley St., Lawrence, Lawrence 
warrant, 3:40 p.m.; Eric G. Poore, 85 Osgood St., 
Andover, minor in posession of liquor, 5:30 p.m. 

Wednesday, June 8 — Alex DeContant, Arrow 
Avenue, Andover, operating under the influence, 
1:15 a.m.; Daniel Pekas, 34 Bromfield St., Law- 
rence, Lawrence warrant, 5:30 p.m.; Madeline To- 
bin, 80 Lowell St., Methuen, warrant, 5 p.m.; James 
Dann, 24 Bromfield St., Lawrence, breaking and en- 
tering daytime, 5:30 p.m.; Mark Gaudette, 212 Box- 
ford St., Lawrence, breaking and entering, daytime, 
5:30 p.m. 

Thursday, June 9-John Niemyski, 
Circle, Andover, assault, 12:30 a.m. 

Friday, June 10-Hector Colon, 90 Bunker Hil St., 
Lawrence, breaking and entering, daytime, 3:21 


8 Brentwood 


.m. 
3 Saturday, June 11-James K. Lowe, 11 Crescent 
Drive, Andover, warrant, 4:34 p.m. ; douglas E. Ga- 
riepy, 48 Nahant St., Nahant, sho lifting, 1:41 p.m.; 
Graham R. Clewen, 158 Haverhill St., North Read- 
ing, operating under the influence, 7:21 p.m. 

Monday, June 13-Charles M. Bailey, 59 Essex St., 
Andover, operating under the influence, 2:30 .m. 


Accidents 


Tuesday, June 7 — 129 Reservation Road, no per- 
sonal injury, 3:44 p.m.; 5 Red Spring Road, no per- 
sonal injury, 4:49 p.m.; 4 Kenilworth St., no 
personal injury, 4:29 p.m. 

Wednesday, June 8 — 254 North Main St., no per- 
sonal injury. 

Thursday, June 9 — 15 North Main St., no person- 
al injury, 9:08 a.m. 

Friday, June 10 — 295 Lowell St., pedestrian 
struck by motor vehicle, 7:19 a.m.; 71 Andover St., 
no personal injury, 9:19 a.m.; 16 Main St., no per- 
sonal injury; 24 Foster Circle, 8:58 p.m. 

Saturday, June 11 — 24 Fox Hill Road, ambulance 
detailed, 3:47 p.m.; 129 River Road, no personal 
injury, 7:36 p.m. 
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« Exclusive EOS Autofocus SLR 


ROYAL SALE PRICE 


Open Late Thursday and Friday Evenings 


Breaks 


Tuesday, June 7-5 Lowell St., automobile; 138 Old 
River Road, housebreak. 

Wednesday, June 8 — 48 Brundrett Ave., house- 
break. 

Thursday, June 9 — 38 Lincoln St., breaking and 
entering motor vehicle. 

Friday, June 10 — 12 Essex St., motor vehicle 
entered; Mast Industries, motor vehicle entered; 58 
Plymouth St., motor vehicle entered. 

Sunday, Jun 12 — 7 Henderson Avenue, house- 


break. 
Thefts 


Wednesday, June 8 — 350 Canterbury St., golf 
clubs stolen. 
Friday, June 10 — Purse stolen from Marriott 


Hotel. 
Saturday, June 11 — Wallet stolen at Sheraton 
Rolling Green; 176 River Road, whirlpool top stolen. 


Vandalism 


Tuesday, June 7 — Merrimack Avenue, motor 


vehicle. 
Wednesday, June 8 — 69 Carmel Road, damage to 
motor vehicle. 


Sunday, June 12 — 15 Carlisle St., damage to © 


motor vehicle. 


Stolen Cars 
Tuesday, June 7 — 10 Central St., 4:30 p.m. 


A young eagle is called an eaglet. 
Eaglets are hatched with their eyes 
open and are covered with a gray- 
ish-white down. Their feathers begin 
to grow when they’re four weeks old. 
They leave the nest at 11 or 12 weeks 
old, but usually stay around the ey- 
pea they can hunt for their own 
ood. 


More than autofocus. 
More than ever 


e Exclusive Canon Depth-ol-Field AE 
mode—lets you control area of sharp 
focus in your pictures 

* Built-in 3 fps. Motor Drive for totally 
automatic film handling 

¢ Advanced automatic flash exposure 
AE with optional Speediites 300EZ 


System—fast, accurate and quiet and 420EZ 

Operates even in extremely low light! * Supplied with long-life lithium battery 
¢ Green Zone” Full Auto Position—for —« Includes Canon US A. Inc one-year 

mistake-proof photography limited warranty/registration card 


* “One-Shot” and "Servo" focus 
modes for still and moving subjects 


7399 


Royal Jewelers, Plus... 


a jewelry store and more 
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Your Camera Source Since 1948 


Canon EOS... 
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Burglar & Fire Alarms 


“FREE ESTIMATES” 


686-1221 


395 MAIN STREET, SALEM, N.H. 03079 
“Find us in the Nynex Yellow Pages’ 
The Protection 
you want at 
prices you 
can afford. 


BURGLAR & 
FIRE ALARM 


Andover 
Liquors 
FATHER’S DAY WINE SPECIAL 


Save 20% on a 3 bottle purchase 
MIX AND MATCH 
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NOW 
’85 Michel Gros Bourgogne Rouge °12.39 
Our finest Summer red...Reg. 15.49 


’86 Paul Cotat Sancerre $11.20 
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Reg. $13.99 
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’85 Saddleback Chardonnay Napa _—°9.60 
A Leading Napa Producer...Reg. *1 1.99 


a 


And why not treat Dad to some of the 
world’s greatest beers? 


Pilsner Urquel .........sssessesesees Czechoslovakia 
Brasseur Biere de Paris .........000+ France 
SSE STM saree marion England 
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GAINPACAIN Siscastareciniaseestrritscsnanarineses! USA 


Our list above is just a small sampler of the 
many possibilities we can recommend. Drop 
in and talk with us about our wide selection 


of specialties. 
Andover Liquors 
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Elected To National Board 


Steven P. Smith, executive director of 
the American Lung Association of New 
Hampshire (ALANH) announced the elec- 
tion of Dr. Arthur Robins of Andover to the 
national board of directors of the American 
Lung Association. He will serve as rep- 
resentative director from 1988 to 1991. 

Robins, chief of the pulmonary section at 
the Veteran’s Administration Medical Cen- 
ter, Manchester, has been associated with 
the ALANH since 1986. A member of the 
board of directors, he has also served on 
several committees, including clean air, 
environmental quality and long-range 
planning. 


Robins is also clinical instructor of medi- 
cine at Harvard Medical School and ad- 
junct assistant professor of medicine at 
Dartmouth Medical School. 


President of the New Hampshire-Ver- 
mont Trudeau Society, he is also a member 
of the American Thoracic Society, the 
American College of Physicians and the 
Massachusetts Thoracic Society. 


Prior to joining the VA Medical Center in 
Manchester, Robins was staff physician, 
medical service (pulmonary disease sec- 
tion), Veteran’s Administration Medical 


Castle Walk 
Sunday In 


Haverhill 


The Appalachian Mountain Club’s And- 
over Committee offers a special walk 
around Lake Kenoza and Winnekenni 
Castle on Sunday, June 19. Leader Tom An- 


drew, assisted by George Brattin, will dis- 
cuss the natural history of this area in 
Haverhill. Take Route 495N to exit 52, 
Route 110 about 142 miles toward Haverhill 


to tennis courts on left. Meet at Winnekenni 
Park at 1:30 p.m. This will be the last event 
of the current season. Activities will re- 
sume in the fall. 


The first tele- 
phone book ever is- 
sued contained only 
50 names. 


Si) 
We'll deliver everything XK 
except the baby! Kc 


* Expert guidance from knowledgeable, caring 
salespeole 

© Over 80 cribs on display for inmediate delivery 

* Complete selection of coordinated furnishings and 
essential baby accessories 

* Baby registry for the expectant mother and free 
lay-away 


¢ Free shower tips and surprise gifts — Stop by today! 


“EXPERT ADVICE AND QUALITY FURNITURE SINCE 1946” 


1111 Elm Street * Manchester, NH 603-623-6171 
Daily 9-5:30, Mon. & Thurs. 9-9 
284 Western Ave * So, Portland, ME 207-774-2229 
Mon.-Wed, 10-6, Thurs, & Fri10-9, Sat. 105 


my Father’s Store today! 


ENZO. 


He’s my Dad. 
And at his fine 
men’s shop in 
Andover, you will 
find a fabulous 
collection of some 
wonderful gifts for 


your Dad on 
Father’s Day. 
Sportswear. 
Sweaters. Shirts. 
(we can even have 


shirts made to your 


order.) 


We have some very unusual gifts, too. Shaving sets. Fine 
billfolds. And trays full of colorful new ties. 

So what are you waiting for? Father’s Day comes once a year. 
Find his special gift at my Dad’s store today. 
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Center, Boston; staff physician, pulmonary 
clinic, Evans Medical Group, University 
Hospital, Boston; and staff physician, pul- 
monary and tuberculosis clinic and prima- 
ry care center, Boston City Hospital. 


Robins received his BA from the Univer- 
sity of Chicago and his MD from the Uni- 
versity of Chicago Pritzker School of 


Medicine. He trained at Boston City Hospi- 
tal, Framingham Union Hospital and Bos- 
ton University Medical Center. 


“Buy Your 
Father’s Day Gift at 


1) 


ENZO OF ANDOVER LID. 


2 Elm Square ¢ Andover Center 


(617) 470-2050 
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Participates 


In Art 


Festival 


Seana Mulcahy, Emily Trespas and Ju- 
lie Palmquist, students at Andover High 
School, were elected to attend the first 
Massachusetts Art All-State Festival at 
the Worcester Art Museum June 3 and 4. 
Mulcahy was one of the artistically tal- 
ented juniors nominated by their respec- 
tive schools. 

Art All-State provides recognition and 
encouragement to promising young art- 
ists. The 150 participants from Massachu- 
setts high schools were selected by panels 
of prominent state art educators who in- 
terviewed nominees and reviewed sam- 
ples of their work. The festival was co- 
sponsored by the Massachusetts Director 
of Art Education, Massachusetts Art Ed- 
ucation Association, Massachusetts Alli- 
ance for the Arts in Education and 
Worcester Art Museum. 

Students worked in a studio setting with 
practicing professional artists, an experi- 
ence rarely available during high school 
years. They explored various career op- 
tions in the world of art and received in- 
formation on portfolio needs and post 
secondary school training. 

The festival focused on traditional oc- 
cupations in the world of art and also in- 
troduced students to some of the newest, 
technologically sophisticated career op- 
portunities now open to artists—the art- 
ists and technicians from Image 
Engineering of Cambridge presented a 
laser art demonstration. 

On Saturday art teachers, administra- 
tors, counselors, parents and the public 
were invited to attend workshops, panel 
discussions and a works-in-progress exhi- 
bition. Works produced during the festi- 
val were exhibited in the Higgins 
Education Wing. 

The festival weekend was the culmina- 
tion of the efforts of Massachusetts art 
educators who had been working since 
May 1986 to develop the program with 
Sheila Tetler the coordinator, and was 
made possible by a grant from the Massa- 
chusetts Council on the Arts and Humani- 
ties and support from Assumption College 
and Charrette Corporation of Woburn. 
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Cassandra Fillipon 


To Study 


Medical 
Technology 


Cassandra L. Fillipon of 245 Andover St., 
a recent graduate of Essex Agricultural 
High School in Danvers, will attend college 
in the fall to study medical technology. 

Fillipon was an honor roll student, presi- 
dent of Students Against Drunk Driving 
and a recipient of a scholarship for out- 
standing student furthering her education. 

She is the daughter of Joseph and Karen 
Fillipon. 


On Dean’s List 


Richard A. Burke, 
son of Audreyann 
Burke of 15 Samos 
Lane and the late 
Richard A. Burke, 
was named to the 
dean’s list of Villa- 
nova University in 
Pennsylvania for 
the spring semes- 
ter. 
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Summer Clearance 


save Up To 


on merchandise selected for Clearance 


Graduates 


Air National Guard Airman Kimberly J. Brown, daughter of 
Richard and Edyth Brown of 41 Brown St., Andover, has grad- 
uated from the U.S. Air Force administrative specialist course 
at Keesler Air Force Base, Miss. 


Submariner® Oyster Perpetual 
in stainless steel with special fliplock clasp Oyster bracelet 


on SALE at ROYAL 


Save On Our Large Selection of New and Pre-owned Rolex Watches 
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493 ESSEX ST., DOWNTOWN LAWRENCE 


Open Late Thursday & Friday Evenings *Validated Parking Behind Store 
our Jewelry Source Since 1948 


SALE 
40% 


VL MIM ZZ 


FINE CLOTHING 


12 MAIN STREET * BARNARD BUILDING * ANDOVER ¢ 475.9686 
©PEN THURSDAY & FRIDAY TIL'8 P.M 
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Zussman, Neil Chairmen 


important government attairs committee. The choice 
of three successive chamber presidents, Neil had in- 
tended to step down from the chairmanship. Thomp- 
son, however, persuaded him to continue in this key 
leadership post. ‘‘Robin’s ability to guide the cham- 
ber through the thicket of politics and governmental 
machinations is a rare and extremely valuable as- 
set,’’ Thompson said. ‘‘His creative and sensitive 
leadership on issues like universal health care, land 
bank and legislative payraise enables our chamber to 
deal intelligently and effectively with crucial matters 
facing the future of the business community in this 
area.” 
Zussman and Neal will serve through April 1989. 


John E. Thompson, Jr., president of the Greater 
Lawrence Chamber of Commerce and CEO of Merri- 
mac Paper Company, announced the appointment of 
Sidney Zussman, president of West Street Motors, 
and Robin Neill, senior vice president of Fred C. 
Church Insurance, to head major committees of the 
chamber. Zussman will assume chairmanship of the 
business/education collaborative which had been led 
by Thompson prior to his election to the presidency of 
the chamber. Neill was asked to continue in his role 
as chairman of the government affairs committee. 

Zussman, vice president of the chamber, is cred- 
ited with launching the business/education collabora- 
tive’s adopt-a-school program. In conjunction with 
Terry Stonecipher of H.K. Webster Co., Inc. and 
Richard Murphy of Arlington Trust, Zussman 
adopted the Bruce School in Lawrence in 1984. That 
pilot program has grown into a major commitment 
on the part of the Greater Lawrence Chamber to the 
public schools of the city. Three other schools, in ad- 
dition to the Bruce, have been adopted by area busi- 
nesses who donate manpower, supplies and financial 
support to help improve attendance, homework com- 
pletion and report card grades. 

Thompson said that ‘‘Sid’s dedication to excellence 
in education for the children of Lawrence is unsur- 
passed. His appointment to the chairmanship of the 
collaborative means that his leadership, commitment 
and enthusiasm will assure continued expansion of 
business’ role in enhancing the quality of education in 
the city’s schools.”’ 

Neill, also a vice president of the chamber, will 
begin an unprecedented fifth term as chairman of the 


y Gem Show 


J 
f 


Featured Plants of the Week 
Color Them All Red!! 


Thundercloud Purpleleaf Plum 


(Prunus cerasifera Thundercloud) 


The darkest purple foliage of all plums is attrac- 
tive all year. Delicate pale pink flowers in April 


The North Shore 
Rock and Mineral 


Club of Massachu- commemoratingthe seum of Salem, soil. 

setts is holding its 29th show. Massachusetts. The ; : 

25th annual New _ Special events are Chipman, the only Crimson King Norway Maple 
England Gem and being coordinated to active silver mine (Acer platinoides Crimson King) 


Mineral Show June 
18 and 19 at the 
Masconomet Re- 
gional Center, Endi- 
cott Road, 


Topsfield. This year 
the theme is silver, 


celebrate the silver 
anniversary. In- 
cluded is the seldom 
exhibited material 
from the Chipman 


Mine, on loan from 
the Peabody Mu- 


in the state, was dis- 
covered in 1874 and 
set off a minor sil- 
ver rush in Essex 
County. 


A BREAKTHROUGH OF 
UNBELIEVABLE DIMENSIONS. 


ZOOM COMPACT CAMERA 
YASHICA 


SAMURAI 


rstavelinble 


Steve Says: 


INTRO Ue 


Only 


'S 


¢ Unique vertically shaped design for one-handed operation. 

¢ High-speed 3X power zoom lens for wide angle to telephoto. 

¢ ‘Double 35mm" format for twice the number of shots per roll. 

¢ Automatic everything: auto-focus, auto-exposure, auto-flash, 
auto-load, advance, rewind and auto-date. 


Royal Jewelers, Plus... 


before leaves appear. Very hardy, dense upright 
tree, grows to 20 feet in full sun on any good 


Lovely deep burgundy leaves on a dense, rounded street or 
shade tree. The color is retained throughout the year. Grows 
40 feet tall by 30 feet wide in full sun on any good soil. 


Crimson Pygmy Japanese Barberry 


(Berberis thunbergii Crimson Pygmy) 


Very attractive reddish purple foliage highlight this dwarf 

plant which grows only 2 feet tall. Makes a superb specimen 
on low hedge. Showy red berries last well into winter. Plant in 
any soil in full sun. 


Father’s Day Specials! 


Free Azalea* 
Buy any shade or 
ornamental tree in 
a container and get} 


one FREE azalea. 


*Any J gallon variety 


GED Turfbuilder 
92397 15,000 fi. 


Feeds lawns slowly for 8 weeks. 


Free Seeder Attachment! 


Buy any Scott tool attachment w/handle and 
get a FREE seeder worth $] 5,95! 


WINDHAM, N.H. EXIT 3 OFF 1 93 
RIGHT ON RTE 111, LEFT AT BLINKER 
(603) 893-7155 HOURS: Mon.-Sat. 8-7 : Sun. 9-4 


a jewelry store and more 
J 493 ESSEX ST., DOWNTOWN LAWRENCE 
Open Late Thursday and Friday Evenings Parking Behind Store 
Your Camera Source Since 1948 


nurseries 
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MIA Ne ce 
Andover resident Charles Liponis congratulates Pauline Peterson, a recipieut of the Out- 
standing Student Achievement Award presented by the Massachusetts Association of Pri- 
vate Career Schools. Peterson is a French teacher who learned to drive tractor trailers at 
Andover Tractor Trailer School in Methuen where Liponis Is president. 


Neal Recognized By NESDEC 


Richard Neal was recognized by the New raining in observation, notetaking, report 
England School Development Council writing and interview skills. _ 
(NESDEC) for outstanding service to edu- Successful asessors are invited to serve 
cation. He received full accreditation as ain an assessment center. During a four- or 
School Executive Assessment and Devel- five-day center, they collect data and write 
opment (SEAD) Center Assessor. reports on participants who aspire to be- 

To become an accredited assessor, Dr, come school principals. The results be- 
Neal was first selected from a New En- come available to the participating 
gland pool of experienced school adminis- individual for professional hat hateatety 
trators to participate ina rigorous four-day _ and to school districts to help in their selec- 
training program. Trainees learn how to _ tion of school principal. Lo 
assess 12 skills such as problem analysis, _ Neal is one of 40 New England-based as- 
judgment, leadership, sensitivity and oral Sessors so r ecognized at George Page's 
communication and receive intensive Restaurant at the Colonial Hilton Hotel. 


Pingree Program 


The Pingree from 8:15 a.m. to duction to Algebra, All inquiries and 
School in South 12:30 p.m., July 1- Baldridge Reading correspondence 
Hamilton is offering August 12. and Study Skills, should be addressed 


a summer program The courses of- typing, word proc- to Tom Lawson, di- 
for students enter- fered are sports, essing, Introduction rector, Pingree 
ing grades seven art, language arts, to Pascal, writing Summer School, 
through nine five Pre-Algebra A, Pre- skills, SSAT prepa- Highland Street, 
mornings a week, Algebra B, Intro- ration. sou Hamilton, MA 


ee 
/;——————__ RECEIVE ONE FREE WINDOW 


te 
with the purchase of eight 
Gordon Vinyl-Tilt Replacement Windows 


Worn-Out Windows 
Waste Fuel Dollars 
HERE’S THE SOLUTION! 


GORDON VINYL-TILT WINDOWS.... 
scientifically designed to save you energy all winter 
long! Their tubular, multi-cchambered construction 
creates a natural barrier between you and the elements, 
and each one is custom-made and installed for a 
\ draft-free fit! 


IN 


—s 
= »’ 


o——\ 


| 


for more information call: 
Gussie L. Despres 
Construction Services 
685-1849 


Car Wash 


The employees of Bay State Gas Company will hold their an- 
nual charity car wash at 55 Marston St., Lawrence, Saturday, 
June 18, from 9 a.m. to 1 p.m. 

Proceeds will be used to donate a blood warmer to the operat- 
ing room at Bon Secours Hospital. 

Fifty volunteers will take part in this annual community serv- 
ice event, which will offer a complete exterior car wash. 

Rain date will be June 25. Tickets may be purchased upon 
arrival or in advance from any Bay State Gas employee or at the 
company’s 55 Marston St. offices, according to Virginia Anthony, 
chairman of the event. 


Village Carpet 


CARPET 
ALE! 


Save Up To $< sq. yd. plus our best 
pad FREE with these specials.... 


Pik a 2 , 


jee pei is Assorted rolls of Saxony plushes 


fa 


in dacron & nylon pile 
Reg. $15.97. « 
SALE $9927 


sq. yd. 


Short pile Saxonys in today's 
colorations with built in stain release 


SALE *4 227 


sq. yd. 


. Anso V sculputred plushes in 
vivid multitone colorations 
Reg. $18.97 


SALE $4497 


sq. yd. 


Our Best Pad 
FREE 


with purchase of 
these advertised 


SPECIALS [7 


Elegant cut pile plushes of 
Stainmaster in beautiful colorations 
Reg. $22.97 


SALE? 9:32 7, 


sq. yd. 


Thick tone on tone plushes of 
Stainmaster - great carefree carpet 
Reg. $23.97 


SALE $14 827 


sq. yd. 


Rugged Berbers of Stainmaster in 
great earthtone colorations 


yf) ay SALE $4997 


mae sy 


VILLAGE CARPET 


299 Salem St., Reading 944-3010 


FREE Exit 40 off Rt. 128/Cumberland Plaza = 


Bring your opposite Wes Parker's 
Measurements 


OPEN DAILY 9:00-5:30; THURS. ‘TIL 8; SAT. TIL 4:00 
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When you put together the 
best in rates with the best 


inservice, youve reached the 
Zenith in banking. 
; THE ZENITH PORTFOLIO 


PERSONAL ACCOUNT EXECUTIVE. We assign you an individ- 
ual in your local branch who is responsible for all your personal banking 
needs. This gives you a single point of contact by phone or in person to help 
you take full advantage of The Zenith Portfolio. 


FIRST RATE MONEY MARKET ACCOUNT. The investment 
account that consistently ranks among the highest paying money market 
accounts in the country. 


PORTFOLIO CREDIT LINE. An unsecured revolving line of credit 


at an exclusive low rate. And now, guaranteed through year end, we'll give 
you a special introductory rate of 9.9% APR. 


PREMIUM RATE NOW ACCOUNT. This account pays a variable 
rate of interest above our regular NOW Account rate. It comes with the first 
set of checks free, and no monthly service charge. 


ADVANCE ACCOUNT. If requested, it offers automatic overdraft 
protection of at least $1,000. 

PREFERRED MASTERCARD. There's no fee for your first 

6 months, then you're charged less than half the normal fee. 
PORTFOLIO BANKING CARD. Our Portfolio ATM card lets you 
withdraw up to $1,000 a day. And it can be used at virtually every ATM 
across Massachusetts. 

SPECIAL TELLER LINES. At selected branches, you'll find a teller 


window exclusively for Portfolio Banking Customers. 


A Premium NOW Account and a minimum of $10,000 in any combination of deposit 

accounts entitles you to all The Zenith Portfolio benefits. To receive more information 

by mail, send this coupon to Bank of Boston, PO. Box 236, Holliston, MA 01746. O1 

call 1-800-638-5255. 
Name ) 
Address ( 

Stat Z i Da | r 


ATC | 


: 


BANK OF BOSTON | 
Put our strength towork for you. 
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Messina Completes Training Ger 


Army Reserve course qualifies a rifle or mortar In. 
Private Alexander Messina as a light- squad. 

J. Messina, son of weapons infantry- Messina is a 1984 Stu 
Alexander J. Messi- man and an indi- graduate of Greater 
na of 10 Longwood  rect-fire crewman. Lawrence Regional 

Drive, Andover, has Soldiers were Vocational Techni- Aar 

completed one sta- taught to perform cal High School, berg, 

tin unit training any of the duties in Andover. and 

(OSUT) at the U.S. Gersh 

Army Infantry Lowe 

School, Fort Ben- 2 i group 

ning, Ga. | Ny | PROFILE from 

OSUT is a eb i 1 VERTICALS Ace 

eriod which com- ! ovel 

Bifies basic combat IMB Iii|, Samoa & Bal Harbor vard 

training and ad- PROFILE 50% OFF Japar 

vanced individual with this'ad He wi 

training. FREE Measuring & FREE Installation Tem] 

The training in- Over $200°9 ices | 

cluded weapons WE DO WINDOWS WELL vent 

qualifications, be locate 

squad tactics, pa- VISA ee EaN am 

troling, Hae Winpow ee eat 

warfare, field com- YY incluc 

munications and WINDOWS ASHIONS inves 

combat operations. ua sala eae nities 

Gomapletion’ Ob Wise Nancie) veeeccnt din, cine ueatin aCe 
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coord 

grou} 

NOTHING BETTER THAN mate 

nent | 

Kenn 

is an 

uate 

High 

and | 

versi! 

in tt 

E publi 

VM gram 

Schoc 


TAL 


by. 
Play 
; cation, 
Townsman photo by Matthew Sapienza ; child 1 
Laurie Gondolfo, 19, a new employee of the Plus Co., 203 Andover Bsiness Park Drive, caps f time an 
bottles and fills boxes during the company’s open house June 9. The Plus Co.is a vocational \ it. A five 
program for mentally retarded, autistic and other developmentally disabled people. i Ayah ie 
needs | 
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seh =x Retail $1195 5:30. M. 
o4 All beautifully ready to complement your home or office. Pye * Not necessarily as shown S mane 
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we ‘ Bring the outdoors inside! 0 1/2 ct., t.w. 299 f sett. D 
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Gershenberg 


In Japan 


Study Group 


Aaron Gershen- 
berg, son of Irving 
and Linnea 
Gershenberg of 162 
Lowell St. will join a 
-group of 12 students 
from the John F. 
Kennedy School of 
Government, Har- 
vard University, in 
Japan this summer. 
He will work for the 
Temporary Serv- 
ices Corporation, a 
venture capital firm 
located in Tokyo, as 
a management 
trainee. The job will 
include identifying 
investment opportu- 
nities throughout 
Sotheast Asia. 

Gershenberg, 
coordinator of the 
group, hopes to 
make it a perma- 
nent program at the 
Kennedy School. He 
is an honors grad- 
uate of Andover 
High School (1980) 
and Wesleyan Uni- 
versity (1984) and is 
in the masters in 
public policy pro- 
gram at the J.F.K. 
School. 


hy Jack Resnick 


Play is the baby’s edu- 

cation, and the mobile 
child needs both more 
time and more space for 
it. A five-to-eight month-old 
may spend and hour at a 
time in the playpen but 
needs a regular relaxed 
period on the floor or out- 
doors on a lawn where he 
or she can explore and 
investigate. As the baby 
quickly develops skills and 
coordination, he or she 
also is becoming more 
playful. After reaching the 
age of six months, the 
baby quickly works up a 
repertoire of games, pun- 
cuated by laughter and ex- 
cited movement. 
See the largest in depth 
selection of baby furniture 
in N. E., when you come to 
TINY TOTLAND. Open 9- 
5:30. M. & Th. 9-9. Famous 
makers including Sim- 
mons, Childcraft and Bas- 
sett. Delivery Anywhere. 
M/C & Visa. Free Lay-a- 
way plan. Babies toys... all 
ages... everything from 
“heaven to seven’. We 
welcome your curiosity at 
TINY TOTLAND, I111 
Elm St., Manchester, 
N.H. Tel. 1-603-623- 
6171. “Where Quality 
Costs You Less.” 
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IF YOU’RE A BUSINESS 
IN SEARCH OF A BANK... 


“"... Arlington 
Trust took our 
business plan 
and turned it into 
reality.’’ 


William L, Shannon, Jr., 
President (right), and 
David F. Shannon, Vice 
President (left); Shannon 
Corporation, Sudbury, 
Massachusetts, explain to 
Donald R. LeShane, Vice 
President and Commercial 
Loan Officer, Arlington 
Trust Company, how the 
custom-designed 
perforated vinyl ceiling 
system being installed in 
Hynes Auditorium, 
Boston, integrates 
decorative, accoustical 

and air-handling 
functions 


Kallinar 
MeKinnell & Wood, Boston 
Ceiling Contractor 
Environmental Interiors 


Corporation, Hudson, NH 


yrenilect 


When Bill and David Shannon decided to form Shannon Corporation in 
1985, they submitted a detailed business plan to five banks. Arlington 
Trust Company was the first to respond to their request for financial 
backing. 


‘‘We represent manufacturers of specialty architectural products for 
architects working on custom projects,’’ explained Bill. Products like the 
stainless steel ceilings in Boston’s Copley Place Westin Hotel or the 
specialty metal column covers in the atrium of International Place. ‘“We 
take the architect’s designs and turn them into reality — much like 
Arlington Trust took our business plan and turned it into reality.”’ 


‘From the beginning, Arlington Trust Company has given us immediate 
response . . . immediate decisions . . . immediate assistance.” said 
David. ‘‘That’s the kind of service you need when you have a growing 
business.’ 


Arlington Trust Company has been responding to the needs of 
businesses for nearly 100 years. If you're a business in search of a bank, 


come to Arlington Trust. 
Arlington Trust 
company 


21 Offices: Lawrence, Methuen, Haverhill, Andover, No. Andover, Middleton, 
Newburyport, Salisbury, Tewksbury, Lowell, Wilmington, Westford 


Member Federal Deposit Insurance Corporation 
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Valley 
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Office Building 


Bon Secours Hospital officials, medical staff, Sister of Bon Secours and Catholic clergy break ground during 
a recent cermony for Bon Secours Hospital’s new Women and Children’s Health Center and ra havering 
Office Building. Phase I of the project is scheduled to be completed by January 1989. From le 
George Christodoula, Belmont; Diane Bissonnette, vice president/strategic 
Marsha K. Elias, trustee, Valley Regional Health Care Foundation, Inc., North Andover; Atty. John T. 
Pollano, trustee, Bon Secours Hospital, Methuen; Donald A. George, trustee, Bon Secours Hospital, Me- 
thuen, Honorable John E. Fenton, Jr. of Andover, chairman, board of trustees, Bon Secours Hospital. 


Student Rides At Nationals 


Dawn Lebreck, daughter of Mr. and Mrs. 
Michael J. Lebreck of Andover, competed 
at the Intercollegiate Horse Show Associa- 
tion National championships in Lauren- 
burg, N.C., as a member of Colby-Sawyer 
College’s riding team. She placed fourth in 
the Cartier Cup walk-trot-canter equitation 
championships. 

Lebreck, who will be a sophomore in the 
fall, is majoring in sports science. 

Colby-Sawyer College clinched the Re- 
gion X Intercollegiate Horse Show Associa- 
tion championships in the final regular 


a Good Looks Begin With Great Skin! 
Ashley Paige Is Offering The Month Of June To 


KEEP YOUR SKIN SMOOTH and SOFT! 
Don’t let irritating razor burn ruin your looks. Come in and let our 
professional estheticians give you that luxurious look you want. 


(OFFER 

° 0 GOOD 
Receive 0 Any THRU 
6/30) 


Waxing Service With This Ad 


GIFT CERTIFICATES AND OTHER SERVICES AVAILABLE 


Skin Care Salon 
Trust only The Best! 


2 
10 Main Street (The Barnard Building, 2nd Floor) Andover / 475-2956 L. 
211 Chelmsford St., Chelmsford MA / 256-2343 Ta. Go 


a pact ems aed same RE OR RE OY NO a Kae a CR Le Oe Le ee ee Ge ee 


show at Middlebury College in April. As the 
high point team for the region, the Charg- 
ers advanced to the national competition to 
compete against 11 other regional teams 
for the coveted Cartier Cup. Seven Colby- 
Sawyer riders competed for the Cartier 
Cup. Three Colby-Sawyer riders also qual- 
ified to compete in individual class 
championships. 

Colby-Sawyer placed eighth out of 12 tea- 
ms. Southern Seminary and Mount Holyoke 
College placed first and second, respec- 
tively. 


Come ee oe ee es ee ee ee ee ee 


lanning, Belmont; Atty. 


On Dean’s List 


Berklee College of Music announces that 
Peter Henry Young of Andover has earned 
placement on the Dean’s List for the spring 
semester of the 1987/88 academic year. To 
be eligible, a student must maintain an 
academic average of 3.4 out of a possible 
4,0 while carrying a full program of stud- 


ies. 
te a) 
A Victorian Tavern 
for Ladies and Gents 


KAO 


““Coast Connection’’ 
Every Friday & Saturday Evening 


Reservations Recommended 


Dining Room Available For Functions 
— Sunday Only — 


Fine Foods, Entertainment, 
Great Libations 


ON a NO 


58 Osgood St., Methuen, MA 01844 
617-687-9698 


t, Atty. 


—— 


The Yashica T2. 
Once Again, The Only 
secs:  AuUto-Focus Camera 
With A Carl Zeiss T¥ Lens. 


PSE NTE TE AP 


® Carl Zeiss Tessar T* 35mm lens 

®@ Quick auto-flash with long-life lithium battery 
@Auto-focus @ Auto-exposure ® Auto-loading 

@ Auto-wind/Auto-return © DX film setting 


® Daylight flash/No flash modes 
®1/8-sec, slow shutter speed NEW 
3 Year 


arct tt YASHICAT/Z orranty 


Of a we cand! 
° i & : 


SAVE 50 
phd 
Royal Jewelers, Plus... 
a jewelry store and more 


ROYAL SALE PRICE 
493 ESSEX ST., DOWNTOWN LAWRENCE 


Open Late Thursday & Friday Evenings * Validated Parking Behind Store 
Your Camera Source Since 1948 Use Our Convenient Lay-away Plan 


Stever 
the m: 
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Bancroft sixth-grader Andrea Egmont as 
the orphan Oliver, below. Andrea said she 
got tips on how to act like a boy from her 
10-year-old brother. 


Members of Fagin’s gang dance across the stage. The young hoodlums are in real life, left to right, 
Kara Brady, Debbie Barry, Heidi Cline and Julie Kenny. 


; Bancroft Kids Put 
‘Oliver’ On Stage 


Andrea Egmont tried out for a minor 
role in her school play and ended up get- 
ting the lead. 

Andrea, 12, a sixth-grader at Bancroft 
Elementary School, became Oliver last 
week in the school’s musical presentation 
of Oliver Twist, adapted from Charles 
Dickens classic rags-to-riches story. 

Directed by Betsy Boynton, Bancroft 
music teacher, the play was put on by 133 
students, twice the usual cast size. The 
end-of-the-year play is usually done by 
the sixth-grade class, Boynton said, but 
since Bancroft will be losing both its 
sixth- and fifth-graders to middle school 
next year, the younger students were al- 
lowed to try out. 

Boynton was assisted by teachers Peg- 
gy Orlando, Annette Lord and Carol Ab- 
doo. Steven Andreadis played the evil 
Fagin; and David McCallum was the not- 
much-better Mr. Sowerberry. 

Andrea said the young actors had to 
sing a song and act out a poem during the 
auditions. It was a lot of work, said An- 
drea, who had to play Oliver three days in 


— 


Cte 


a row. 
‘ Fare Would she like to continue her experi- 
Steven Andreadis looks thoroughly mean as Fagin, ences in the theater? ‘‘Yes—definitely.”’ 


the man who teaches street boys to pickpocket. 


tore 


Plan , ; an Townsman photos by Matthew Sapienza 
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Townsman photos by Matthew Sapienza 


Kathleen Baldwin and David Clairmont celebrate their graduation from eighth grade at 
Pike School’s commencement exercises Friday. 


Pike Graduates Finish Year 


Forty-eight students graduated from Mr. and Mrs. John P. Leary of Spring 
The Pike School Friday. Headmaster Da- Grove Road will enter Harvard Universi- 
vid A. Frothingham awarded diplomas to _ ty in the fall. 

30 eighth-graders and 18 ninth-graders at . Among the Andover residents recog- 
the tradional afternoon ceremonies in the nized for their achievements were Zac- 
William H. Harding Gymnasium. hary Sung, winner of the Founder’s 

Walter Morris, head of the upper school Award for an outstanding record in math- 
presented the students for graduation. ematics, and Amy Lundstrom, who re- 
Dr. Stephen J. Scully, a member of the ceived the Nicholas Grieco Prize for 
board of trustees and father of one of the academic improvement, personal growth 
graduates, extended congratulations and positive influence on fellow students. 
from the trustees. The French Prize was awarded to Na- 

It is the custom for a member of the thalie Lemaitre. Benjamin Tober was a 
class that graduated four years earlier to ¢o-winner of the Alice L. Jablonski Sci- 
give the commencement address. This ence Prize. 
year’s speaker was Sarah Leary, who re- Graduates recognized for their efforts 
ceived the outstanding senior girl’s ath- in the visual arts were Amy Lundstrom 
letic award when she graduated last week and Adam Winship. 
from Middlesex School. The daughter of (Continued on Page 16) 
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Townsman photo by Matthew Sapienza 


Library board of trustees chairman Norma Gammon stands with Debora D’Agati and 
Jennifer Wilson, the two high school graduates who won the trustees’ annual scho rship. 


Students Win Scholarships 
For Their Work In Library 


Norma Gammon, chairman of the 
board of trustees of Memorial Hall Li- 
brary, presented a $1,000 scholarship 
award to Deborah D’Agati and Jennifer 
Wilson, pages at Memorial Hall Library, 
at the annual trustees reception June 8. 

The trustees annually provide schol- 
arships to graduating seniors who have 


worked at the library for at least 18 
months, maintained a B average and 
demonstrated a dedication to their work 
at the library. 

D’Agati, a graduate of St. Mary’s High 
School, will attend Merrimack, and Wil- 
son, a graduate of Andover High School, 
will attend Principia College. 
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Doherty Happenings 


Students at Doherty Junior High School maintain a busy 
schedule as the school year winds to a close. Eighth-graders 
made a trip to the State House in Boston and visited the Comput- 
er Museum and Faneuil Hall Market. The ninth-grade B Team 
traveled to Seabrook while the ninth-grade A Team took a Boston 
Harbor cruise. 

Doherty held a special orientation for parents of sixth-graders 
who will attend the middle school in the fall. Parents had a 
chance to familiarize themselves with the curriculum and ask 
questions. 

Eighth-graders wound up their social season with an end-of- 
the-year dance last Friday. The final dance for ninth graders 
will take place Tuesday, June 21, from 7:30 p.m. to 10:30 p.m. 

This week Doherty students ‘moved up’ and visited the 
classes they will attend next year. Eighth and ninth-graders got 
a taste of what life at the high school will be like and fifth- and 
sixth-graders sampled a typical day at Doherty. 

The outing club took to the high seas last weekend for a whale 
watch. Other upcoming trips include the eighth grade trip to 
Water Country and ninth grade trip to the beach on Wednesday, 
June 22, and the seventh grade trip to Canobie lake Park on 
Thursday, June 23. 

Individual awards assemblies are: seventh grade on Wednes- 
day, June 22, at 12:45 p.m.; eighth grade on Thursday, June 23, 
at 12:45 p.m.; ninth grade on Tuesday, June 21, at 12:45 p.m. 
Final assemblies are: eighth grade on Friday, June 24, at 8:45 
a.m. in the auditorium; ninth grade on Thursday, June 23, at 
8:45 a.m. in the auditorium. 


Doherty Students On Whale Watch 


Twenty-five students and chaperones from the Doherty Junior 
High School Outing Club participated in a six-hour whale watch 
with the New England Whale Watch, Inc. this past Sunday. They 
left from Hilton’s Dock in Newburyport in the early morning and 
encountered their first whale within the hour. 

Marine biologist Scott Mercer, co-author of ‘‘The Great Whale 
Book”’ who has been studying marine mammals for 14 years, led 
the expedition. He gave a pre-cruise lecture on the world-wide 
status of whales and descriptions of various whales and other 
marine mammals that might be encountered-during the day and 
provided additional information about whales during the day. 

The students sighted 17 of these mamouth creatures, including 
ten humpback, five finback and two minike. 

The whales dove in and out of the water as close as 20 feet from 
the boat. The students were delighted when whales smacked 
their tails and fins onto the water’s surface. 
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Steve Says: 


Braun the world’s 
number one selling 
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What’s Going On 
At Andover High 


Friday, June 17 


X-period House meeting/clubs 
Class officer elections 


Dear Heather 


fs 


Middlesex Com- 
munity College Di- 
vision of Continuing 
Education/Commu- 
‘nity Services is of- 
fering several 
courses this sum- 
mer of special inter- 


Bonsai 


house. Use your 
summer leisure 
hours to learn the 
ancient art of Bon- 


sai. 

Introduction to 
Bonsai Tuesday, 
June 21, 7-9:30 p.m., 


ton Campus, Ter- 
race Hall Avenue, 
will provide both 
background and 
“hands-on’’ discov- 


erry of the art of 
growing dwarfed, 
ornamentally 


7:30-10:30 p.m. SADD night 


est around the _ two weeks, Burling- 


) mont’ 


BLANC 


THE ART OF WRITING 


shaped trees, 


Saturday, June 11 


Girls’/boys’ track NE meet/BC (away) 
1-4 p.m. AHS swimming car wash and 
bake sale (Bank of New England) 


Steve Says: 


Sunday, June 12° 


Kiwanis bike race; 12- to 25-mile loop 
(North Andover) 


The Solitaire collection is an elite 
extension of the world-famous 
Materpiece group. 
All are finely crafted 
sterling silver to form 
an elegant, diamond- 
cut ‘‘barely’’ 
surface 
desing 


Tuesday, June 14 


2:30-4 p.m. 15- to 20-mile bike treks in 
Andover 


Heather Bryce, 15, a West Junior High 
School ninth-grader, asked first lady Nancy 
Reagan in a letter if she would speak to 
West students about substance abuse. Al- 
though Heather didn’t think she had a 
chance, Mrs. Reagan sent Heather a letter 
thanking her for the invitation, but said her 
schedule prohibited a visit to Andover. 
Heather, daughter of Claude and Joan Mar- 
chessault of 421 High Plain Road, is a mem- 
ber of Students Against Driving Drunk, Jr. 
and is one of the three West representatives 
to Community ASK, a group organized to 
prevent and alleviate social problems such 
as alcohol and drug abuse. 


An exclusive range of 
writing instruments 
fashioned from the finest 


materials 


% 
Royal Jewelers, Plus... 


a jewelry store and more 
493 ESSEX ST., DOWNTOWN LAWRENCI 
Open Late Thursday & Friday Evenings Validated Parking Behind Store 
Your Jewelry Source for 40 Years 


Ae 
LE 
All MONT BLANC 
series on sale including 
Noblesse, Classic and 
Masterpiece styles. 


Wednesday, June 15 


Eighth- and ninth-graders’ move-up 
day (rain date—June 17) 

9 a.m.-5 p.m. Sophomore/junior class 
beach trips (Cranes Beach) 


Pike 
(Continued from Page 14) 


Adam Winship won the boy’s athletic trophy and Jonathan 
Frothingham was one of the recipients of the Kerri Kattar 
Award for athletic ability and enthusiasm. 

Pike School ninth-grade graduates are Erin Burns, Kier 
Byrnes, Alanna Caffrey, Christopher Castiglione, Mark Cavalla- 
ro, Mark Foster, Jonathan Frothingham, Jason Gesing, Joseph 
Grew, Susan Konevich, Nicolas LaPierre, Amy Lundstrom, 
James Medeiros, Heidi Ousler, John Schrader, Stephen Scully, 
Tarin Sullivan and Peter Baill. 

ight-grade grads are Kathleen Baldwin, David Clairmont, 
George Coburn, Ronald Cuscia, Alison Derderian, Michelle Gra- 
ham, Christina Herz, Michael Howard, Barry Hugo, Alxander 
Johnston, Christopher Langone, Nathalie Lemaitre, Dugan Mac- 
Vaugh, Edward Maggio, Sarah McAdams, Robyn Minasian, 
Christopher Payne, Torie Pennington, Marcus Peterson, Martha 
Previte, Eleanor Pyle, Meghan Riordan, Zachary Sung, Mara 
Terlizzi, Benjamin Tober, Jonathan Velishka, Laura Walsh, 
Adam Winship, Elizabeth Wohlstadter and Christine Wrobel. 
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Montessori School Celebrates 


Last Day Of School Year 


The Andover School of Montessori 
ended the school year this week with its 
annual picnic at the Dragon’s Lair play- 
ground at Bancroft Elementary School. 


Families were entertained by the stu- 
dents of each classroom. Classroom 1 was 
a big hit with an original song and dance 
called ‘‘Montessori Rap.’’ Children from 
Classroom 2 sang in Spanish and in sign 
language, while Classes 3 and 4 had fun 
singing ‘Ing Gang Gooly” and “Going on 
a Picnic”’ for their parents and teachers. 


After the presentations, certificates 
were awarded to those completing two or 
three years at the school. Children receiv- 
ing certificates and going on to kinder- 
garten or first grade in the fall were 


Jeffrey Baker, Kristi Kessler, Adrien 
Joyner, Matthew Rose, Matthew Rotman 
and Kristal Vieweg from Classroom 1; 
Julie Andros, Nima Ashkeboussi, Tehmi- 


Teacher To Attend Institute 


Patricia Leahy, social studies department head at Doherty 
Junior High School, was one of five teachers selected to attend a 
summer geography institute sponsored by the National Geo- 
graphic Society in Washington, D.C., from June 29 to July 28. 

The Massachusetts State Geographic Alliance will designate 
Leahy as a geography consultant for state school systems after 


she finishes the institute’s session. 


Final Exams Are Next Week 


Andover High School’s final exams will be held next week. On 
Monday, students will take exams for periods one, three and six; 
Tuesday, it’s four, seven and eight; and on Wednesday, two and 
five. Makeup exams will be administered Wednesday. 


na Beg, Cynthia Cohen, Eric Holmberg- 
Weidler and Matthew Landers from 
Classroom 2; Thomas Bolster, Melissa 
Carroll, Ellie Parnes, Kyle Salembier 
and Rachel Sebell, from Classroom 3; 


Mary Azemi, Matthew Broude, Angela 
Carandang, Brendan Griffin, Peter 
Jones, Colleen Muldoon and Nicole 
Rheaume from Classroom 4. 


When the certificates were presented, 
the families were treated to ice cream 
sundaes, courtesy of the parents on the 
social/hospitality committee headed by 
Wendy Weidler. 


The Andover School of Montessori is a 
parent-run, non-profit pre-school and kin- 
dergarten with afternoon care. Informa- 
tion about openings for next school year 
may be obtained by calling Robin Johan- 
sen, program director. ASM is located at 
180 Main St., North Andover, in the old St. 
Michael’s School building. 


Hie The Sky's 
| The Limit at 


A horse’s easy gallop is called a canter 
from the gait believed to have been used 
by pilgrims to Canterbury Cathedral. 


Yarn Sale 


40-60%° 


Selected Yarns 
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12 Main Street @ Barnard Building ® Andover 
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Community 


Andover Courses 


=) Basic Mathematics 


Summer Courses 


If you want to earn college credits or just 
take a course for fun, you'll want to learn pairet ction initatn Proosseind 
more about opportunities for you at with BASIC 

Northern Essex this summer. Introduction to Numerical Control 


Introduction to Psychology 
You can select from more than 150 CS fetredstory Accounting | 


Blueprint Reading I 


»| Don’t Forget Dad! 
“es =9BUSHNELL 


Steve Says: mo ivieion o« BAUSCH & LOMB credit sections and 100 special interest if, Word Processing | 
courses offered in Haverhill, Lawrence, Mi Alternative Careers for Teachers 
Andover, Dracut and Newburyport. Aquasize 


7x35 Binoculars Beginning Photography 
Insta-Focus® for fast, clear images 
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Second and third sessions begin the Lawn Mowers/Small Engines 
week of June 20. Organizing Future Uncertainty 
Prosperity 
Psychic Awareness 
Register Today Successful Adoption 
You can enroll for classes at the Haverhill Swim I and Il 
campus from 8 a.m. to 8 p.m, Monday ae the Hidden deb Market 
through Thursday and until 4 p.m. on Wardrobe Planning 
Friday. Call for special registration days Watercolor 
in Lawrence. 


Andover registration at Greater Lawrence 
Technical School, 6 to 8 p.m. on June 20 
and 21. 


Registration information: 617-374-3800 
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Child Safety 


With so many 
youngsters playing 
on the streets, 
beaches and _play- 
grounds, the Massa- 
chusetts Society for 
the Prevention of 
Cruelty to Children 
urges all adults to 
be alert to common 
sense safety rules. 

¢ Role-play the 
“Stranger Danger” 
advice. It’s not 
enough to say 
‘Don’t go in strang- 
ers’ cars.’’ Instead, 
act out a potential 
situation so the 
child knows exactly 
what to do if ap- 
proached. 

e Teach young 
children their tele- 
phone numbers and 
address. if possible 
(for older children), 
teach them one or 
both parents’ work- 
place and telephone 
number. 

¢ Don’t label hats 
or T-shirts with 
child’s name. Mo- 
lesters may call 
them by name, pre- 
tending to be a fam- 
ily friend. 

e Long car rides 
to vacation and rec- 


reation spots can 
strain families. 
Cranky children 


need extra patience. 

¢ Check day care, 
camp or babysit- 
ter’s credentials 
carefully. Ask for 
references. 

e never leave a 
child under 7 alone 
of unattended any- 
where at any time. 

¢ Teach young 
children to hold an- 
other’s hand, pre- 
ferably an adult, in 
public places. 
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Get Smart. 


The SMART 


MORTGAGE 


that can save you 


$50,000-$80,000-$100000 or more. 


See what a good deal you get when you get a 
SMART MORTGAGE * 


$50,000 Mortgage based on 10.75% interest rate. * 


SMART 
MORTGAGE 
$233.37 
every 2 weeks 
20.2 years 
$72,752.62 
$45,273.78 


Conventional 
Mortgage 
$466.74 
every month 
30 years 
$118,026.40 


Payments 


Paid in full 
Total interest paid 
Interest saved 


$75,000 Mortgage based on 10.75% interest rate. * 


SMART 
MORTGAGE 
$350.06 
every 2 weeks 
20.2 years 
$109,131.56 
$67,908.04 


Conventional 
Mortgage 
$700.11 
every month 
30 years 
$177,039.60 


Payments 


Paid in full 
Total interest paid 
Interest saved 


$100,000 Mortgage based on 10.75% interest rate. * 


SMART 
MORTGAGE 
$466.74 
every 2 weeks 
20.2 years 
$145,505.24 
$90,547.56 


Conventional 
Mortgage 
$933.48 
every month 
30 years 
$236,052.80 


Payments 


Paid in full 
Total interest paid 
Interest saved 


High interest rates have made home ownership an 
impossible dream for many. Now the new fixed-rate 
Smart Mortcace can once again put home ownership 
within your reach, 

With this revolutionary new mortgage you can cut 
your total interest payment almost in half simply by 
changing the way you make your mortgage payments. 
All you do is accelerate your payment schedule. 

Instead of one payment a month, you'll split your 
monthly payment in half and pay it every two weeks. 
And since there are 52 weeks in a year, you will end up 
making an extra monthly payment each year. This 
drastically lowers the amount you owe, reduces the 
interest you pay and builds your equity faster. 


Own your own home sooner. 

The smart way. 

By paying half of your monthly payment every two 
weeks, you hasten the day when you can burn your 
mortgage. With a SMart MortGack you may own your 


own home free and clear in approximately 20 years instead of 


30.( Your mortgage payoff date will vary with the rate 
of interest you pay. With a lower interest rate your 
payoff term will be longer.) 


The smart way to pay. 

The Smart Mortaace saves you time as well as money. 
Because it eliminates paperwork. You pay your 
mortgage the smart way through a regular checking 
account at our bank. Every two weeks, your mortgage 
payment will be deducted automatically. That will save 
you a lot of check writing. And stamp licking. 


Get smart. 
If you're buying a home today, be sure to ask about the 
Smart Mortcace. 

This is just one more way we help enrich your life 
through the intelligent use of money. 
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